ETag: "2beb998d4aa6bee4aae649a99913dfa5"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: TE, close
content-length: 9630775
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: Basic problems and unique features of building heat transfer are described in relation to the heating and cooling load calculation, which is a starting point for building energy consumption analysis and equipment sizing. Detailed discussion is given of the relationship between heat loss (heat gain) and heating load (cooling load). Also outlined is a discussion of the multi-space heat transfer problem in which the air and heat exchange equations among adjacent spaces in a building are solved simultaneously with the radiant heat exchange equations for the surfaces of each room.
x-archive-meta-cite: J. Res. Natl. Bur. Stand., Vol. 82, No. 2, p. 97
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-creator: Kusuda, Tamami
x-archive-meta-date: 1977
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 2
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 97
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the
x-archive-meta-title: Fundamentals of building heat transfer
x-archive-meta-volume: 82
x-archive-meta01-subject: Air-leakage
x-archive-meta02-subject: dynamic heat transfer
x-archive-meta03-subject: energy analysis
x-archive-meta04-subject: heat and cooling loads
x-archive-meta05-subject: heat loss and heat gain
x-archive-meta06-subject: multi-room problems
x-upload-date: 2012-01-05T18:34:28.000Z
